2248 LONGS PEAK, (ELEV. 14,255 FT.) AND 
GLACIER GORGE FROM BEAR LAKE LODGE 
IN ROCKY MOUNTAIN NATIONAL PARK. 
COLORADO 


ART-COLORTONE," SANBORN SOUVENIR CO., DENVER, COLO. 


POST CARD 
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